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The reservoir was an ordinary flask, 8 cm. in diameter,, to which was sealed below as a prolongation a (1 cm.) tube bent at right angles (Figs. 1, 2).    The
Figs. 1 and 2.
aperture was perforated in thin sheet brass, attached to the tube by cement. It was about 15 cm. below the mark, near the middle of the flask, which defined the position of the free surface at the time of observation.
The arrangement for bringing the apparatus to a fixed position, designed upon the principles laid down by Sir W. Thomson, was simple and effective.te in the direction required.
